To:  Wise,  Robert[Wise. Robert@epa.gov] 

Cc:  Colomb,  Jonathan[Jonathan. Colomb@WestonSolutions.com] 

From:  Lisa  Graczyk 

Sent:  Fri  8/14/2015  2:07:43  AM 

Subject:  FW:  TestAmerica  report  files  from  680-1 1 5432-2  Gold  King  Mine  - Region  9 

J1 15432-2  UPS  Level  2 Report  Final  Reoort.pdf 

Robert, 

Jon  asked  that  I send  this  to  you.  He  is  having  issues  sending  this  from  his  phone.  I will  forward  the 
data  validation  report  to  you  next.  Jon  is  additionally  getting  someone  to  get  you  a table  of  results. 

Lisa 


Lisa  Graczyk 
Dynamac  Corporation 
20  North  Wacker,  Suite  1210 
Chicago,  IL  60606 
office:  312-424-3339 
cell:  312-305-6745 
fax:  312-424-3330 
lQraczvk@dvnamac.com 


From:  Lisa  Graczyk 

Sent:  Wednesday,  August  12,  2015  12:55  PM 
To:  jonathan.colomb@westonsolutions.com 

Subject:  FW:  TestAmerica  report  files  from  680-115432-2  Gold  King  Mine  - Region  9 


Lisa  Graczyk 

Project  Manager/Chemist 
405  N.  Wabash,  Suite  1101 
Chicago,  IL  60611 

312.305.6745  C 
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CS&Dynamac 


Scientific  Minds.  Common  Sense  Solutions. 


From:  Hoffman,  Sheila  [mailto:sheila.hoffman@testamericainc.com] 

Sent:  Wednesday,  August  12,  2015  12:36  PM 

To:  Ms.  Gretchen  Fodor;  Lisa  Graczyk;  Ms.  Tara  Fitzgerald 

Subject:  TestAmeriea  report  files  from  680-115432-2  Gold  King  Mine  - Region  9 


Hello, 

Attached  please  find  the  report  files  for  job  680-115432-2;  Gold  King  Mine  - Region  9 
Please  feel  free  to  contact  me  if  you  have  any  questions. 

Thank  you. 

Please  let  us  know  if  we  met  your  expectations  by  rating  the  service  you  received 
from  TestAmeriea  on  this  project  by  visiting  our  website  at:  Project  Feedback 

SHEILA  B HOFFMAN 

Project  Manager  II 

TestAmeriea  Savannah 

THE  LEADER  IN  ENVIRONMENTAL  TESTING 

Tel:  912.354.7858  e.3004 

www.testamericainc.com 

Reference:  [258891] 

Attachments:  1 
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